THE  FIRST  PRESBYTERIAN  CHURCH  OF  NEW  ROCHELLE, 
N.  Y.  Located  on  Laurel  Place.  The  First  Presbyterian 
Church  of  New  Rochelle  incorporated  under  the  name  of 
the  Presbyterian  Church  in  the  Town  of  New  Rochelle, 
was  formerly  known  by  the  name  of  the  French  Church 
established  in  1688  as  the  Reformed  Church  of  France. 
It  was  rebuilt  in  1812  and  again  in  1928. 
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